From: 

Rosas, Giovanni (DPH) 

Sent: 

Friday, March 11, 2011 2:06 PM 

To: 

Hanchett, James (DPH) 

Subject: 

Pontes TA 

Hey Jim 



The TA has been signed by Linda Haan and it should take about a week or 2 until they get approved, I will 
keep you posted 


Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 
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